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blniis DOCUMENT CONTAINS IRFOne ATSOII AFFECTU46 TttE NATIONAL OErewSS 

OF T54E UNITED STATES WinKR TUB HEANIM B OF TITLE 10. SECTIONS 7M | 
tia inn ■*&& r*F YHE t! S TCDfi AS AMENDED- ITS TBANSBISSIQN OR REVEL 
I I ATTOH OF ITS C08TBKTS ‘0 OR IECB5PT BY AN UHABTHQRlZEth PI ER£T>S 
|j nrnotnBTOD BY UM IBB REtBOBUCTI QW OF 18 >j| 


THIS is UNEVALUATED INFORMATION 



•Che rear es emotive of the State inning Doimssion, JthT* 

ied the conference in o*der to detert-ine ^ +J f* Siloninc 

lain Department for ShiobuiMing could incorporate the felLowing 

■additional Soviet orders in their 1952 plan: 

Art order for delivery of 10 coastal tankers 
■j.. to order for delivery of 15 tugs (seiner type) 

£Sf f “ .S? 

aither delete. or rev isecu 

the WW Schiffswerf t, Roeeleu/Slbe, is capable of undertaking five construe 

fetex of the 10 coastal tankers under the following conditions: 

a. five coastal tartars .to be delivered in 195* 

„< Five, coastal tartar* to be delivered during the first quarter 
©£ 1953 

c. . Four dredge tugs (Baggers** lepper ) for <2)S • stricken troi- t.«w 

plan 

d. Production Of two 500 h.p. Icefereskrrs ter Poland . re-scheduled 
: $x*otSi the second to the tj>ircv quarter ox 

IB,. WW Ernst Brawdwr.Wure, can natetue oonrtwtUon 

■ Til tw <«*«• t*»> Mr ***** i» ■**«*» «* «" l “ 1 “ > 

lot inn condition; 

a„ induction of the i?52 plan quota for construction of 10 floating 
pile drivers 
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SECRET 


bo Deletion of art order for coaartfl motor boats frm the 01)8 

Oo 3Wrty«*even X&mches and throe- 60 fe©p Q tow boats (Bugaierschlopper) 

reallocated to the Glau*? Er gelbrooht Y&ohtswffe* Berlin/fcoepenicko 

Xk® vW Stantswerft Rothens©®*, Rothes see near Magdeburg# is to underrate ©om^ 
struc-tiaa cf the ramining 5 tugs (eeiner typo)o Ro changes in the 1062 
prodtobim plm. wo needed© 


SECRET 
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